VAHI VILAS SA0AB BAM

IV. 18,

(2) Capacity of the reservoir-
fa) Gross
(to Live

(c)  Flood storage

(d)  Carry-over

688,705 acre feet

Cross Section of Fawi FiJo* fiajor Dam
(3) 'MimTnimQ height above the lowest  163-34 feet        *
point of foundations
(4)  Height above the lowest river bed   142 feet
at dam